The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Heaith 
Wiiliam A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



07/25/2011 


LaKeshia Parker 

Assistant District Attorney, Suffolk County 


Dear ADA Parker, 


Enclosed is the infonnation you requested in regards to Commonwealth vs. 
Included are copies of the following: 



1. CuiTiculum Vitae for Aimie Dookhau, & Della Saunders. 

2. Drag Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist and perfonned the preliminary testing and net weight for 
tliis sample. Della Saunders was the confimiatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist II 
Drag Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Khan p)ookhatt) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

*Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 

♦ Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

OC Analyst 1.11. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 



Curriculum Vitae 


Della Saunders 
Education: 

Boston University Boston, MA. Bachelors of Arts in Chemistry 1982 
Experience; 

1985-present; Currently Chemist HI Massachusetts Department of Public Health Drug 
Analysis Laboratory at State Laboratory Institute Boston, MA. Responsible for analyzing 
unknown substances submitted by Massachusetts law enforcement agencies; operating, 
maintaining, and interpreting data from analytical equipment (analytical balance, 
microscope, gas chromatogram, ultraviolet spectrometer, infrared spectrometer, gas 
chromatogram/mass spectrometer); training junior level chemists; providing expert 
testimony to local, state, and federal courts in the Commonwealth of Massachusetts, 

1984-1985; Laboratory Technician in the Media Laboratory at State Laboratory Institute 
Boston, MA. Responsible for making chemical reagents and media plates; operating and 
maintaining laboratory equipment (autoclave, pH meter, ultra-violet hood), and collecting 
safety data for laboratory protocols. 

Training: 

1985; Six week training with Senior Staff at Massachusetts Department of Public Health 
(MDPH) Drug Analysis Laboratory Boston, MA. Appointed Assistant Analyst MDPH 

1987: One week training course in drug analysis given by the Federal Drug Enforcement 
Agency (DBA) McLean, YA. 

1992: Training in Gas Chromatograph/Mass Spectroscopy (GC/MS) Hewlett Packard 
(Agilent) 

1996: Training in Fourier Transform Infra-Red Spectroscopy ETA (Analect) 

2001; Expert Witness Workshop National Laboratory Training network Quality 
Assurance/Quality Control Training (MDPH) 

2002: Techniques of Supervision Training (MDPH) 

1999: Notary Public Commonwealth of Massachusetts 


Folk_OIG_PRR_039288 




ECU Control # 
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No. Cont; 
Date Rec'd 
Gross Wt.: 


Date Analyzed; HAT 2 3 20U 
City; Boston D.C.U. Police Dept, 

Officer: P.O. SYBIL WHITE 
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City: 

Officer: 

Def: 
Amount: 
No. Cont: 
Date Rec'd 
Gross Wt.; 


Prelim: 


Date Analyzed; 0'A-^\- v\ 

Boston D.C.U. Police Dept. 

P.O. SYBIL WHITE 


1 Cont; pb 


04/05/2011 


SubstCAP 

No. Analyzed; 

Net Weight: 

# Tests: to 

Findings; ■ 


Date Analyzed: o \:0 ~ ^ \ 
City: Boston D.C.U. Police Dept. 

Officer; P.O. SYBIL WHITE 


Amount: 26.0 

No. Cont; 1 Cont: pb 
Date Rec’d: 04/05/2011 
Gross Wt.; 32.37 


SubsLTAB 


No. Analyzed; 
Net Weight; 
# Tests: 




Prelim; 


Findings: 
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DRUG POWDER ANALYSIS FORM 

SAMPLE« AGENCY %ns.v^T^ ANALYST 

No. of samples tested:_ Evidence Wt 


PHYSICAL DESCRIPTION; 

VjI>’^CVce ^ooOC^.'SAfi 6^ ‘SM>=»s\cnc^ 
vs \ "^OVCi 


Gross Wt { ): \.-n<o‘^Q 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt; V. O Lj^S3 


PRELIMINARY TESTS 

Spot Tests MIcrocrvstalllne Tests 

Cobalt Gold 

Thiocyanate (—) _ Chloride_ 


Marquis _ TLTA ( ) _ 

Froehde’s_ OTHER TESTS 

. _ 

Mecke's_ 

(sC —■_ 


PRELIMINARY TEST RESULTS 
RESULTS 

date qla..-- 2.0—M 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# AGENCY ANALYST 


No. of samples tested:_ Evidence Wt 











DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested; 


AGENCY ANALYST 

EvIdenceWt _ 


PHYSICAL DESCRIPTION: 

^o»\jJ5C^qajg.cL 


Gross Wt( 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt; 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( —) 
Marquis 
Froehde's 
Mecke's 


MIcrocrvstaHIne Tests 
Gold 

Chloride_ 

■n.TAi_j_ 

OTHER TESTS 

cc ^ -_ 


PRELIMINARY TEST RESULTS 
RESULTS ts^*"y-a.\»vVjLje. 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE O 


Revised 7/2005 








DRUG POWDER ANALYSIS FORM 


SAMPLE # 


AGENCY 



ANALYST 



No. of samples tested: 


Evidence Wi 

















DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY '^oS.Sgr) 


ANALYST^ 
Evidence Wi 


o 


PHYSICAL DESCRIPTION: Gross Wt ( ) 

ooc^v. GrossWt( ) 

V'\ V. C.vs 0\eJ^ PJ{g_ yvt 

Net Wt 


I U.- H 



cr:> 


Q. 


<& 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalline Tests 

Gold 

Chloride_ 

TLTAj^J_ 

OTHER TESTS 

rs\AoC)iVctU,c, _ 


PRELIMINARY TEST RESULTS 
RESULTS kQAa r ncXc') 
DATE C>v^-Zo.-v\ 


GC/MS CONFIRMATORY TEST 

RESULTS-(OX-^cocLo-\^^ 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 
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Page 1 of 1 


Drug Information 


DRUG NAME: OXYCODONE AND ACETAMINOPHEN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE - 7.5 MG 
ACETAMINOPHEN - 500 MG 


Color: white 

Shape: Capsule-shape 

Imprint: Watson 824 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 500 

AAPCC Code: 072702 - 
Acetaminophen with Oxycodone 


NDC: 0591-0824-01 
0591-0824-05 

Excipients: Povidone; pregelatinized 

starch ; Stearic Acid ; corn 

starch ; Croscarmellose Sodium ; Silicon 

Dioxide, 

Colloidal; Crospovidone ; Magnesium 
Stearate; microcrystalline cellulose 

Regulatory Status; Schedule II 

Availability: United States 

Product ID 6044773 

Contact: Watson Laboratories 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


hffn://www.thomsoiihc.com/iiiicroniedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 7/26/2011 
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PHYSICAL DESCRIPTION: 




V pip 


cr? ci> 




PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


DATE C>^->2.<^-K[ 


MS 

OPERATOR 




DATE S-'5L-\v 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested; 


AGENCY 


ANALYST ^9 

Evidence Wt 


Gross Wt ( ):_ 

Gross Wt ( );_ 

Pkg. Wt:_ 

Net Wt; vO . W '3, ^ 

( r~T^ 


PHYSICAL DESCRIPTION: 

\ 'p'O 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate {*—) ^ 


Marquis 


„ ^S>V.oO 


Froehde's 

Mecke's v.\^Ov-D 


MIcrocivstalllne Teste 

Gold 

Chloride 


TLTA ( ) 

OTHER TESTS 

jg - _ 




PRELIMINARY TEST RESULTS 
RESULTS I/O 

DATE r^'^- Z.O — ^ \ 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE O WL V- \ I 


Revised 7/2005 








DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY 


No. of samples tested: 


ANALYST 
Evidence Wt 





PHYSICAL DESCRIPTION: 

ooc>_v 
v"\ ^ 



Gross Wt ( ):__ 

Gross Wt { ):_ 

Pkg. Wt:_ 

NetWt: UoQ'l 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) . 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalline Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

^ ^\\a» \ ^ 


PRELIMINARY TEST RESULTS 

RESULTS C _ 

date Ov^-2.o-W 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 

Folk OIG PRR 039300 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \04_26_11\784514.D 
DCS 

2 6 Apr 2011 11:18 

BLANK 

1 

DRUGS, M 
RTE 



Ret, Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


784514.D Fri Jul 22 09:00:57 2011 Page^1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\04_2 6__11\784515.D 

Operator : DCS 

Date Acquired : 26 Apr 2011 11:31 

Sample Name : COCAINF STANDARD 

Submitted by : 

Vial Number : 15 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


^bundance 

I 6 OOOO 0 ] 


1000000 


500000] 


O ' I ' ' ' ' I I I I . I I I I I I I 

frime-> 2.00 2.50 3. 00 3.50 4,00 


Ret 

. Time 

Area 

Area % 

Ratio % 


4 . 

837 

1356388 

100,00 

100.00 




784515.D Fri Jul 22 09:01:01 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \0 4__2 6_11\7 8 4 515 . D 
DCS 

26 Apr 2011 11:31 

COCAINE STANDARD 

15 

DRUGS ,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 4.84 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


JSbundance Average of 4*801 to 4,981 min.: 784515.D\<lala.nis (-) 




784515.D 


Fri Jul 22 09:01:01 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\0 4_26_11\784516. D 
DCS 

26 Apr 2011 11 : 44 

BLANK 
ASD 
1 

DRUGS .M 
RTF 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*^^ 


784516.D 


Fri Jui 22 09:01:05 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \04__2 6_11\7 84 517 . D 
DCS 

11:57 

ASD 

17 

DRUGS.M 
RTE 



1 

lima--> 2.00 2,60 

i^l^l 1 i 1 1 T r-r--T-|-^r ('-T-l j 1 -r' Y 7— 

3.00 3,60 4,00 4.50 5.00 

T ) V 1 j 1 1 1 

6.50 6.00 

, , ^ ^ r~ri < ^ 1-1 1 1 1 1 ^ 1 J 1 1 T-T-r [ J r-ri 

6.50 7.00 7.60 8,00 8.60 9,00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

2.861 

4.065 

4 .837 

390749 

142756 

741846 

30.64 
11.19 

58.17 

52,67 

19.24 

100.00 


784517,D 


Fri Jul 22 


09:01:12 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \ 04__2 6_11\78 4 517 . D 
DCS 

26 Apr 2011 11:57 


ASD 

17 

DRUGS.M 
RTE 


Search Librarie^ 


C:\Database\SLI,L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 


CAS# 


Qual 


2.86 C:\Database\NIST08.L 
Acetaminophen 
Acetaminophen 
Acetaminophen 


000103-90-2 97 
000103-90-2 97 
000103-90-2 95 


bundance 


Average of 2.831 to 3.082 min.; 784517.0\cfata.ms (4 

169 




63 68 74 


Wz-> _25 30 35 40 45 SO 55 60 65 70 75 80 85 90 95 10Q 105 110 115 120 125 130 13 5 140 145 150 1 55 j 


S^bundance 


#24380: Acetaminophen 


53 


1 M > < i i 1 i 1 1 t . 

63 68 74 

rrrr f il h 1 H i ■ rri' 


II 120 

Fj-'t n I j M • I I <-v vi I 1 


25 30 35 40 45 5 0 55 60 65 7 0 75 80 85 90 95 1 00 10 5 11Q 115 120 125 13 0 135 140 145 1 5 0 155 i 


784517.D 


Fri Jul 22 09:01:13 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \0 4__2 6__11\7 84 517 . D 
DCS 

26 Apr 20 11 11:57 

ASD 

17 

DRUGS.M 
RTE 


Search Libraries; 


C:\Database\SLI•L 
C:\Database\NrST08.L 
C:\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2 4,06 C:\Database\NIST08.L 

Levamisole 006649—23—6 98 
Imidazo[2^1-b]thiazoie, 2,3,5^6-tet 014769-73-4 98 
Levamisole 006649—23—6 98 




784517.D 


Fri Jui 22 09:01:13 2011 


Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File: 

K:\04_26_11\784517.D 
DCS 

26 Apr 2011 11:57 



17 

DRUGS .M 
RTE 


Search Libraries: C:\Database\SLI-L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 4,84 C:\Database\SLI.L 

COCAINE 


000050‘-36-2 99 





Average of 4.795 !o 4.933 min.: 7845l7.D\dala.ms (-) 


182 


122 


136 


198 


tr-rjr 




207 222 


303 

244 269 281 I, 

TJT-Tl-TJT^T^TTlTTrTT^^ p^T' 


30 40 50 60 70 80 90 100110 120130 140160160170180 190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


#29: COCAINE 


182 



198 


-pi-i I I rr rij-T i 


214 


244 259 

TJ'7"!-TT' 


272 


303 


30 40 50 60 70 80 90 100 1 10 120 130 140 150 1 60 170 180 190 200 210 220 230 24 0 250 26 0 270 280 290 30 0 


784517.D 


Fri Jul 22 09:01:13 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

K:\04 26 11\784518.D 

Operator 

DCS 

Date Acquired 

26 Apr 2011 12:10 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS .M 

Integrator 

RTE 



Ret. Time 


Area Area % Ratio % 


***^0 INTEGRATED PEAKS*** 


784518.D 


Fri Jul 22 09:01:17 2011 


Page 1 


I 
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Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File: 

K:\04 26 11\784519.D 

DCS 

26 Apr 2011 12 : 23 

BLANK 

1 

DRUGS.M 

RTE 




Abundance 

4000 

3000 

2000 

1000 

0 

TfC: 784519.D\dala.ms 

nme-> 

2.00 2.50 3.00 

3.50 4.00 4.50 5.00 5.50 6.TO 6.50 7.00 7.50 8.00 8.50 9.00 9.50 




Ret. Time 

Area Area % Ratio % 


INTEGRATED PEAKS^*^ 


784519.D 


Fri Jul 22 09:01:21 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \ 0 4__2 6_11\78 4 520 . D 
DCS 

26 Apr 2011 12:36 

COCAINE STANDARD 

15 

DRUGS. M 
RTE 


iAbundance 
I 1600000 

1000000 

500000 

1 n 

4A 

TIC: 784520.D\data.ms 

137 

L. 

L ^ 

' 1 1 ! ' ■ 1 ‘ ^ 

-p-r-T- t » 1 i —|. t 1 r 

' 1 ■ ^ ‘ M ‘ ' M * ' 

-r-l-pT 1 1 ■ 1 - T 1 M ‘ t I.. r T i 1 . 


2.00 2.50 3.00 

3*60 4,00 4.60 

5.00 6.50 6.00 

6,50 7.00 7.50 8.00 8.60 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

4.837 

1311554 

100.00 

100,00 


784520,D 


Fri Jul 22 09:01:27 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionHeth: 
Integrator : 


Data File; 

K: \04_2 6___11\7 8 4 520 . D 
DCS 

26 Apr 2011 12:36 

COCAINE STANDARD 

15 

DRUGS 

RTF 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C;\Database\PMW TOX2.L 


Minimum Quality: 80 

Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 4.84 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


jAbundance 

80 
60 
40 
20 


I 28 

0 VrT'rjt 


8^ 


42 


51 


68 


I g I , m ‘\ n - | . r. l ; ^ m r f m I I I I i q -rrrrfm t ^ . H’j >Tm V rr rtTn i j . m . frr-r . j , 1 jfVrr^ r ^- prrr rjT^ 

^/2.-> 80 40 SO 60 70 80 90 100 110 120 130 14 0 150 160 170 1 8Q 190 200 210 220 230 240 250 260 27 0 280 290 300 


l|i}i 


irrr^ 


Average of 4.801 to 4.981 mim: 784620.O\data.ms (-) 


182 


94 


105 


122 




135 


166 

fM- 


198 




207 

rf-r 


222 


244 


272 
259 ! 281 


303 

I 



784520.D 


Fri Jul 22 


09:01:27 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number i 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\04_26_11X784522.D 
DCS 

26 Apr 2011 13:02 

BLANK 

1 

DRUGS .M 
RTE 


Abundance 

40001 

3000 
! 2000 

I 1000 


TIC: 784522,D\data.ms 


\ 


’X 








OVyi •, ,-v^-r-T--r--7--T'-I- i-T" | - l > ^-^-^-1 l l t j < i-r-r [■-»' T"r"r-7 ( r- r- r'-y; ■ . 1 "I.i-j'-r-T'-T-Tj-, , , , ,- r , ' |-T-7 

STime -> 2.00 2.50 3> 00 3.50 4.00 4,50 S.OQ 5.50 6>00 6 .50 7.00 7. 50 8.00 8 .50. 9.0 0 9.50 


Ret, Time 


Area Area % Ratio % 


^**NO INTEGRATED PEAKS*** 


784522.D Fri Jul 22 09:02:42 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitlonMeth: 
Integrator : 


Data File: 

K: \04___2 6_11\7 84 523 . D 
DCS 

26 Apr 2011 13 : 15 

OXYCODONE STANDARD 

23 

DRUGS . M 
RTE 



I i i , i \ i i i i \ f T 

[rime-> 2.00 2.50 3.00 

3.60 4.00 4.50 5.00 

5.60 

' ‘ 1 ‘ ‘ 

6.00 

1 ^ i-i ) < ^ pi-T 1 t 11^1 I I j 1 T-1 h 1 1 < i-r- 

6.50 7.00 7.50 8,00 8.50 9.00 9.50 






Ret, Time 

Area 

Area 

% 

Ratio % 

6.310 

466835 

100 . 

00 

100.00 


784523.D 


Fri Jul 22 09:02:46 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\04_2 6_11\7 84 523 . D 
DCS 

26 Apr 2011 13 : 15 

OXYCODONE STANDARD 

23 

DRUGS , M 
RTE 


Search Libraries: C:\Database\SLI.lj Minimum Quality: 80 

C:\Database\NIST08-L Minimum Quality: 80 

C:\Database\PMW TOX2,L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.31 

C:\Database\NIST08,L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

98 



784523.D 


Fri JTul 22 09:02:46 2011 


Page 2 


Folk_OIG_PRR 039315 



































Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \04__2 6__11\78 4 537 . D 
DCS 

26 Apr 2011 16:23 

BLANK 
ASD 
1 

DRUGS 

RTF 


^undance 


TfC: 784637,D\data.ms 



[r[me- > 2.00 2,50 3 .00 3,50 4,00 4.50 5.00 5.50 6,00 6,50 7. 00 7.50 8,00 8,50 9 .00 9.50 


Ret, Time 


Area 


Area 


Ratio % 


★★★NO INTEGRATED PEAKS*** 


784537.D 


Fri Jul 22 09:03:09 2011 


Page 1 


Folk_OIG_PRR_039316 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \04_2 6__11\7 8 4 538 . D 
DCS 

16:36 

ASD 

30 

DRUGS.M 
RTE 


i^undance 


TIC: 784638.D\dala.ms 
6.^34 


2600000 

2000000 

1600000 

1000000 

600000 


j i -T T-r-T"r--|-r-T- 

lrime-> 2.00 2.60 

i . j ^ ( 1 , T I i . ^ , f 

3,00 3.60 4,00 4.60 5.00 

r-T"T-|—?—f" 

5.50 

^ M ‘ 

6,00 

—|—t" > 1 1 j T-r-i 1—|--i—I'-j 1 [ 1 ^ 1 1 • 

6.50 7.00 7.60 8.00 8.50 9,00 9.50 


Ret. Time 

Area 

Area 

% 

Ratio % 

6.334 

5527920 

100 . 

00 

O 

O 

o 

o 


784538.D 


Fri Jul 22 09:03 


13 2011 


Page 1 


Folk_OIG_PRR 039317 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \0 4_2 6__11\7 84 53 8 . D 
DCS 

26 Apr 2011 16:36 



38 

DRUGS >M 
RTS 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 

Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# Qual 


1 6.33 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



784538.D 


Fri Jul 22 09:03:14 2011 


Page 2 


Folk OIG PRR 039318 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

K; \04_2 6___11\7 84 539, D 
DCS 

26 Apr 2011 16: 49 

BLANK 
ASD 
1 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


784539.D 


Fri Jul 22 09:03:18 2011 


Page 1 


Folk_OIG_PRR 039319 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \04__2 6_11\784 54 0 . D 
DCS 

26 Apr 2011 17 : 02 

BLANK 
ASD 
1 

DRUGS ,M 
RTF 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*^^ 


784540.D 


Fri Jul 22 09:03:22 2011 


Page 1 


Folk_OIG_PRR_039320 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K; \0 4__2 6_11\7 8 4 541 . D 
DCS 

26 Apr 2011 17:15 



41 

DRUGS. M 
RTE 



Ret. Time Area Area % Ratio % 


6.328 4479565 100.00 100.00 


784541.D 


Fri Jul 22 09:03:25 2011 


Page 1 


Folk_OIG_PRR_039321 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\04_2 6_11\784 541 . D 
DCS 

17 : 15 


41 

DRUGS, M 
RTF 



Search Libraries: C:\Database\SLI.L Hinimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L• 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6,33 

C:\Database\NIST08.L 





Oxycodone 

000076--42-6 

99 



Oxycodone 

000076-'42-6 

99 



Oxycodone 

000076-42-6 

99 


r 


.bundance 




80 

60 

40 

20 

0 


28 
■ .k. 


20 


^undance 

80 
60 
40 
20 


OM 


40 


16 28 

ilW- 


Average of 6*262 to 6*680 min.: 784641 .D\data.ms (-) 


3l5 


42 


70 


55 


84 




60 


115 140 

128 


187 


201 


‘T 


161 175 


214 




230 




268 

244 i| 272 287 ^9® 

r 


329 


80 100 120 140 160 180 200 220 240 260 280 300 320 


#148099; Oxycodone 


230 


42 


70 


i, 65 


84 98 


115 201 

i 128 "'87 

i 128 , 175 ,, 


hi/z-> 


nr 

20 


40 




80 




216 

Jv 




268 

244 I ^2 286 T 


100 120 140 160 180 200 220 240 260 


280 


300 320 


784541.D 


Fri Jul 22 09:03:25 2011 


Page 2 


Folk_OIG_PRR 039322 


























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
Acquis!tionMeth: 
Integrator : 


Data File: 

K: \04_2 6__11\78 4542 . D 
DCS 

26 Apr 2011 17 : 28 

BLANK 

1 

DRUGS .M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS-^^^ 


784542,D 


Fri Jul 22 09:03:29 2011 


Page 1 


Folk_OIG_PRR_039323 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data Pile: 

K: \04___2 6_11\7 84 54 3 . D 
DCS 

26 Apr 2011 17:41 

BLANK 

1 

DRUGS, M 
RTE 


JXbijndance TIC: 784643.D\data.ms 



2.00 2.50 3.00 3. 50 4.00 4,50 5.00 5.50 _6,0 0 6.S0 7.00 7.50 8.0Q 8 .50 9.00 9. 50 


Ret. Time Area Area % Ratio % 


*^*NO INTEGRATED PEAKS*** 


784543.D 


Pri Jul 22 09:03:33 2011 


Page 1 


Folk_OIG_PRR 039324 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \04_2 6__11\784 5 44 . D 
DCS 

26 Apr 2011 17:54 

OXYCODONE STANDARD 

23 

DRUGS.M 
RTE 


Abundance 

400000 

j 300000 

i 200000 
I 100000 


lo! 


‘ime-> 2,00 


-T-r-pr- 

2.50 


3.00 3.50 4.00 4.50 



p , ^ ^ I i . 1 ^ rTlVT"-n--TT--y--r- r^-t p > ^ , p 

5.00 5.50 6.00 6.50 7.0Q 7.50 8 .0 0 


8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6,310 

627858 

100-00 

100-00 


784544.D 


Fri Jul 22 09:03:37 2011 


Page 1 


Folk OIG PRR 039325 













Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ^ 


Data Pile: 

K: \0 4_2 6___11\784 54 4 . D 
DCS 

26 Apr 2011 17 : 54 

OXYCODONE STANDARD 

23 

DRUGS , M 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qua! 

1 

6.31 

C:\Database\NIST08.L 





Oxycodone 

000076-42-'6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



784544.D 


Pri Jul 22 09:03:37 2011 


Page 2 


Folk_OIG_PRR 039326 
























Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

K:\05_0 5_11\7 8 632 3 . D 
DJR 

5 May 2011 18:03 

BLANK 

1 

VIAGRA.M 
RTE 


Abundance 

3000000 

2000000 

1000000 

V_^ 


trC: 786323.0\data.ms 


U'l F 1 !■ v-*! 1 I 1 j f r—r 

T!me-> 2.00 4.00 6.00 

M ^ ■ M ^ ^ M ' ^ ^ ‘ 

8.00 10.00 12.00 14.00 

-T-, , , r-^ , , . , T-r-y-f-i t i y-r , , , , r'r 

16,00 18.00 20.00 22.00 24.00 

--r-T--| 1 - 1 - . » j . . . k , , . . , 5 . , . . , . . 

26.00 28.00 30.00 32.00 34.00 






Ret. Time 

Area 

Area % Ratio 

% 


INTEGRATED PEAKS*** 


786323.D Fri Jul 22 09:05:14 2011 Page 1 


Folk_OIG_PRR 039327 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquinitionMeth: 
Integrator : 


Data File: 

K:\05_05_11\786324 . D 
DJR 

5 Hay 2011 18:41 

SILDENAFIL STD PREP 5-2”ll 

24 

VIAGRA.M 
RTE 


Abundance 

3000000 

2000000 


TIC: 786324.D\data.ms 


1000000 


29,526 


9,107 


19.876 


23.414 


frime-> 2.00 4,00 6.00 

'rT~|~'r^i 1 1 ) 1 < ^ 1 |-t"T -r -r i ^ < 

8.00 to.oo 12.00 14.00 

16.00 18.00 

20.00 22.'00 24.00 26.00 28.00 30.00 32.00 34.00 ' 


Ret. Time 

Area 

Area % 

Ratio % 

9 . 107 

211218 

1.34 

1 . 39 

19 . 875 

206213 

1.31 

1.36 

23.414 

138986 

0.88 

0.91 

29.528 

15209575 

96.47 

100.00 


786324.D 


Fri Jul 22 09:05:19 2011 


Page 1 


Folk_OIG_PRR 039328 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\05_05_11\7 8 632 4 , D 
DJR 

5 May 2011 18:41 

SILDENAFIL STD PREP 5-2-11 

24 

VIAGRA.M 
RTE 


Search 

Libraries: C:\Database\SLI-L 

C;\Database\NIST08.L 

C ; \Database\PMW__TOX2 . L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 9.11 C:\Database\PMW_TOX2.L 

Methylparaben“M {HO—) AC 
N-Dimethyl‘-4-aminophenol 
MDA 


000000-00-0 9 

000619-60-3 9 

0 004764-17-4 7 


Abundance 

80 
60 
40 
20 
0 


29 


42 




Average of 9.071 to 9.203 mfn.; 786324.0\data.ms (-) 
136 


67 


63 


91 102 120 


78 


a 


a 




312 


284 


166 


240 


297 


147 


i 


77 



253 



193 W 


269 








1 ! 225 

1-T t-S' 


J 

1 

u 


356 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


Abundance 


bi/z-> 



786324.D 


Fri Jul 22 09:05:20 2011 


Page 2 


Folk_OIG_PRR 039329 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \05__05_11\78 6324 . D 
DJR 

5 May 2011 18:41 

SILDENAFIL STD PREP 5-2-11 

24 

VIAGRA.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


2 19.87 C:\Database\PMW_TOX2.L 

Hymexazol 
Muzolimine 
PICC 


010004-44-1 38 

055294-15-0 2 

0 000000 - 00-0 2 


^bundanca 


80 

60 

40 

20 

0 




.Average of 19761 toT9.958 min.: 786324.D\data.ms (-) 


66 


432 


28 


42 


70 


i , l | i , ...r l v-T- yn ^ ^ ■!' 


119 147 177 ■'®3207 

I I I I I i ‘ I I ; TT | "rVT ~r-p 


^53267 281 295 

'■n r 1 11 i"' ' * 


\x\ fz-> .4 0 60 _ 80 100 120 140 160 180 200 220 2^ 26 0 280 300 320 340 360 38 0 ^0 420 


Sundance 


80 

60 

40 

20 

0 


99 


#3645: Hymexazoi 


P331 


64 


71 


84 


■i L 

T' r r 7 -r 


\nlz~> " 40 60 80 100 120 140 1 60 180 200 220 24 0 260 280 300 320 340 360 380 4 0 0 420 


^I ' j'■r'l' -r- 


786324 . D 


Fri Jul 22 09:05:20 2011 


Page 3 


Folk_OIG_PRR_039330 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\0 5_06_11\7 8 632 4 . D 
DJR 

5 May 2011 18:41 

SILDENAFIL STD PREP 5- 

24 

VIAGRA^M 

RTE 


Search Libraries: C:\Database\SLI*L 

C:\Database\NlST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 

Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


23*41 C:\Database\PMW_TOX2,L 
PICC 

Hymexazol 

Cienbuterol artifact 


@ 000000-00-0 33 

010004-44-1 9 

000000 - 00-0 2 


Abundance 



40 60 80 100 120 140 160 1 80 200 220 240 260 280 300 320 340 360 380 400 420 


f^undance 


#3587: PICC 


@ P902 


123 ,48l64lf 207 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


786324.D 


Fri Jul 22 09:05:20 2011 


Page 4 


Folk OIG PRR 039331 




















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K;\05_05_11\786324.D 
DJR 

5 May 2011 18:41 

SILDENAFIL STD PREP 5~2~11 

24 

VIAGRA.M 
RTE 


Search Libraries; 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


4 29.53 C:\Database\SLI.L 

SILDENAFIL 139755-83-2 91 

SILDENAFIL 139755-83-2 43 


Abundance 




80 

60 

40 

20 

0 


9*9 


Average of 28*810 to 30.085 min.: 786324.D\data.m$ (-) 


66 


42 


404 


70 


i li Ji .L Jj 119^^^150 166 193 209223237 254268233297312327 355 381 ,418 459473 

rfr-f-i 'ri'j I I T^r-r-T"i--i I t } I'l I i-T i rY-rj-rY i t j rr-ri ^ . ♦ ("i p-r-rT-fi . ^ j t j i r i ryT-r-ri f r i rT ^ , i“r ^T-rTT-i-r^-T7-rT-|-rTT'T'T-r-| 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


Abundance 


80 


#27: SILOENARL 


60 


40 


20 




i 

i 

i 

9 

9 


56 



28 '* 1 ^ 

j'H > ,-1 

70 

4( 

)4 

j 119 136 i5i I 6618 O 197212 239253268263297312327 354 381 

l-r-TT^T-rr-fyT-r-rTj-^^ i r-rr. . f i^-r-r^r-rj-r^r^p-r-^. 

. . 432 473 


40 


60 80 100 120 140 160 180 20 0 220 240 260 280 300 3 20 340 3 60 380 40 0 420 440 460 


786324.D 


Fri Jul 22 09:05:21 2011 


Page 5 


Folk_OIG_PRR 039332 




















Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

K:\05_05_11\786325. D 
DJR 

5 May 2011 19: 19 

BLANK 

1 

VIAGRA.M 
HTE 


Abundance 

3000000 

2000000 

1000000 

1 


TIC; 786326.0Vda(a.ms 


ffjme“> 2.00 4.00 

\ * i >■> j 1 y i ^ -p r~j ^ i 

6.00 8.00 10.00 1Z00 14,00 

ijoo 18,00 20.00 22.00 24.00 

26.00 28!oO 30.00 32.00 34.00 






Ret. Time 

Area 

Area % Ratio 

% 


***NO INTEGRATED PEAKS^** 


786325.D 


Fri Jul 22 


09:05:44 2011 


Page 1 


Folk_OIG_PRR_039333 









Area Percent / Library Search Report 


Information from 
File' Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \05__05_11\7 8 632 6. D 
DJR 

5 May 2011 19:57 

BLANK 
ASD 
1 

VIAGRA *lyi 
RTE 


^undance TIC: 786326.D\da(a.ms 


3000000 

2000000 

1000000 



Ret♦ Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


786326.D 


Fri Jul 22 09:05:50 2011 


Page 1 


Folk_OIG_PRR 039334 











Area Percent / Lribrary Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

K:\05_05_11\786327.D 
DJR 

5 May 201 1 ,20:35 

ASD 

27 

VIAGRA,M 
RTE 



Ret - Time 

Area 

Area % 

Ratio 

2.352 

2648666 

5.31 

6.81 

2.915 

381556 

0.76 

0.98 

3.196 

110302 

0.22 

0,28 

3.316 

230818 

0.46 

0.59 

3.597 

205760 

0.41 

0.53 

3.687 

1397821 

2.80 

3.59 

3.789 

126109 

0.25 

0.32 

4.082 

197220 

0.40 

0.51 

4.214 

134586 

0,27 

0.35 

4.268 

125653 

0.25 

0.32 

4,424 

558448 

1.12 

1.44 

4.639 

110386 

0.22 

0.28 

4.807 

383244 

0.77 

0.99 

4.897 

201189 

0.40 

0.52 

5,208 

183265 

0.37 

0,47 

6.652 

1277027 

2.56 

3.28 

7,292 

934131 

1.87 

2.40 

9.113 

953416 

1.91 

2.45 

21.078 

233860 

0.47 

0.60 

27.654 

616554 

1.24 

1.59 

29.786 

38893645 

77.94 

100.00 


786327.D 


Fri Jul 22 09:05 


56 2011 


Page 1 


Folk_OIG_PRR_039335 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \05_05^11\7 8 6327 . D 
DJR 

5 May 2011 20:35 

27 

VIAGRA.M 
RTF 


Search Libraries: C:\Database\SLI.L Hinimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

2.35 

C:\Database\NIST08.L 





2 f 5"Furandione, dihydro-3-methylene 

002170-03-8 

91 



Furan 

000110-00-9 

90 



2H-Pyran““2-one 

000504-31-4 

83 


Abundance 

i 

80' 
60 
40 
20 
0 


3|9 


28 

TTTTTTT+i-rrlJ 


68 


Average of 2.208 to 2.483 min.: 786327,D\data.ms (-) 


63 


85 94 


TT^t-l-T-f. .‘rrjT 


112 

7^ 


133 144 

^rrjT M ■ I . I rr-i 


r]r-nrrjT 


191 208 


rp 


T-p 


281 

rTTn-TTp-rr- 


^/z-> 10 20 30 40 50 6 0 70 80 90 100 110 120 130 14 0 150 160 17 0 180 190 200 210 220 230 240 250 260 27 0 280 


Abundance 





#6196: 2,6-Furandione, dlhydro-S-methylene- 


10 20 30 40 50 60 70 80 90 100 110 120 130 14o"76ol60 17o7^210 2lo^O 24i^3o ' 26 O 270 280 


786327.D 


Fri Jul 22 09:05:56 2011 


Page 2 


Folk_OIG_PRR 039336 






















Area Percent / Library Search Report 


Information from Data File: 

File Name : K ; \05_05___11 \786327 . D 

Operator : DJR 

Date Acquired : 20:35 

Sample Name : 

Submitted by : ASD 

Vial Number : 27 

AcquisitionMeth: VIAGRA ,M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 2.91 C:\Database\PMW_TOX2.L 

Hydroquinone-M (2—HO-) 0 000533-73-3 72 
Prolintane-M {di-HO-phenyl-) 2AC 000000-00-0 4 
Prolintane-M (HO-phenyl-) 000000-00-0 4 




786327.D Fri Jul 22 09:05:56 2011 Page 3 


Folk^OIG PRR 039337 





























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \05_05___11\786327 , D 
DJR 

5 May 201 1 20:35 

ASD 

27 

VIAGRA.M 
RTF 


Search Libraries: 


G:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


3 3.20 C:\Database\PMW_TOX2.L 

Ethylacetate 
Octane 

Acetic acid anhydride 


@ 000141-78-6 9 

000111-65-9 7 

000108-24-7 4 



)pa!z- > 


100 110 120 130 140 150 160 170 180 190 200 210 


Abundance 


80 


60 


40 


20 


27 




413 


SI 70 


" 1 “ 


#60: Ethylacetate 


88 


IP278 


r-p. 


~r 




'T 


~1'~ 


-pi 


■■■] 


“T 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 


786327.D 


Fri Jul 22 09:05:57 2011 


Page 4 


Folk_OIG_PRR 039338 
























Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

Ki \05_05_11\786327.D 
DJR 

5 May 2011 20:35 


ASD 

27 

VIAGRA.M 

RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 



C:\Database\NIST08.L 

Minimum Quality 

: 80 



C:\Database\PMW_TOX2.L 



PK# 

RT 

Library/ID 

CAS# 

Qual 

4 

3.32 

C:\Database\PMW_TOX2.L 





PCDI precursor (dimethylamine) 

000124-40-3 

17 



Dimethylformamide 

000068-12-2 

4 



Air with Helium and Water 

000000-00-0 

1 


Abundance 


80 

60 

40 

20 

0 


rnIz-> 


(Abundance 

80 
60 
40 


20 




\fz-> 


44 


Average of 3.280 lo 3.358 min,: 786327,D\data.ms (-) 


29 




144 


55 






101 


I 95 , 


115 122 


X 


XX 


r"4-*-r 1 ■ ’ 


193 


208 


20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 | 


44 


#3618: PCDl precursor (dimethylamine) @ P13 


30 


21 




20 30 


40 60 


60 


-T-p'- 

70 


80 90 


100 110 120 130 140 150 160 170 180 190 20 0 210 j 


786327,D 


Pri Jul 22 09:05:57 2011 


Page 5 


Folk_OIG_PRR_039339 





















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\05_05^11\786327.D 
DJR 

^^^^^^^11 20:35 

ASD 

27 

VIAGRA.M 
RTF 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


5 3.60 C:\Database\PMW_TOX2.L 

Mefruside -S02NH 
Mefruside 2ME 
Mefruside ME 


000000 - 00-0 2 

000000 - 00-0 1 

000000 - 00-0 1 


Abundance 

80 
60 
40 
20 

0 


^/z-> 


29 


43 


85 


Average of 3.679 to 3.657 mfn.: 786327.D\data.ms (-) 


67 

68 


98 113 128 


rn yr 


i tj 


193 207 


30 40 50 60 70 80 90 100 110 120 130 140 150^ ITO 180 190^00 210 ^^0 240 250 260 270 280 


282 

TTTTTT 


Abundance 


80 


60 

40 

20 


hi/2-> 




#3058: Mefruside -S02NH 


P1234 


B5 


T-p-i-njT 





218 

rrr-l i T- 1 


Tjr, 


260 

7-r 


T-rrTTTTXT 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


786327,D 


Fri Jul 22 09:05:57 2011 


Page 6 


Folk_OIG_PRR 039340 






























Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth; 
Integrator : 


Data File: 

K; \ 05__05__11\78 6327 . D 
DJR 

5 May 201 1 20:35 

ASD 

27 

VIAGRA.M 
RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


6 3.69 C:\Database\NIST08.L 

2-Furancarboxaldehyde/ 5-(hydroxyme 000067-47-0 89 
2“Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 68 
4-Mercaptophenol 000637-89-8 40 



lAbundanca 



786327,D 


Fri Jul 22 


09:05:57 2011 


Page 7 


Folk_OIG_PRR_039341 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\05 05_11\786327 , D 
DJR 

5 May 2011 20:35 


ASD 

27 

VIAGRA.N 
RTS 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PiyiW TOX2 . L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 


CAS# 


Qual 


3.79 C:\Database\PMW_TOX2.L 
Hydroquinone-'M (2-HO") 
Prolintane-M (HO-phenyl-) 
Proiintane-M (HO-phenyl-) AC 


e 000533-73'-3 
000000 - 00-^0 
000000 - 00-0 


Abundance 



1 M Hi ill ' i ^ 207 251 

-tvj~TTT-|-^lvi V -j i H I I I »t4-i~| i ViT j i i' Tp I I j i I I i-| I 'r^ -p i i i [ -i i t i | i i m } i y i i i i i i rj» i m ■ ri n r yt i I 't | r i ' i-j-r-n-r-|~ r TT~ ry i i i "TyTTTTi rrrrf < i < r]Vi~ 

30 40 60 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 210 220 230 240 250 260 270 280 


^bundance 


#3163: Hydroquinone*M {2~HO“] 

1|6 


i 53 97 

i I ^ I i I 

O^r r rri^yim74T-T-ri-rwTyTXx^i]t, vrTrtnr^T'T rT^ y * . . , •■,44^t-p^nyrTTTy^i-rT p-rTTjTr^;■ i y r |Tr, i p . yri-T-rrrTTnr 

ml^±_ _ 30 40 50 60 70 80 90 10 0 110 120 130 140 150 1 60 170 1 80 19 0 200 210 220 230 24 0 250 260 2 70 280 


786327.D 


Fri Jul 22 09:05:58 2011 


Page 8 


Folk OIG PRR 039342 

















Area Percent / Library Search Eieport 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by ; 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

K: \ 05__05_11\786327. D 
DJR 

5 May 201 1 20:35 

ASD 

27 

VIAGRA.M 
RTE 


Search Libraries: C:\Database\SLl.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


8 4.08 C: \Database\PMW__TOX2 . L 

Butocarboxim 034681-'10-2 47 
Pentazocine^M (desalkyi-) 2AC OOOOOO-OO-O 10 
Carbromal-M @ OOOOOO-OO-O 9 


^bundance 

80 
60 
40 
20 
0 


m/2“> 


Abundance 

80 
60 
40 
20 

0 




29 


— [- 


43 


37 


57 

I 


30 


40 


I 52 
60 


60 


65 


"'r 


“T" 


Average of 4.059 to4J42 min.: 786327.D\da!a.ms (*) 
87 


69 


^ 4 . 




70 


80 

80 


144 


97 


90 


103 


113 






127 135 




l-L, 


167 


182 


.r-T-yn-T-r'i. ^“T-i 

100 110 120 130 140 150 160 170 180 


#1327: Butocarboxim 

8^ 


P577 


75 


68 


100 


116 


133 


30 40 


50 


60 70 


80 


144 


--l-fr-T- 


"r 


“T 


90 too 110 120 130 140 150 160 170 180 


786327.D 


Fri Jul 22 


09:05:58 2011 


Page 9 


Folk_OIG_PRR 039343 



























Area Percent / Library Search. Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File; 

K:\0 5_05_11\78 6327 , D 
DJR 

5 May 2011 20:35 

ASD 

27 

VIAGRA.M 

RTE 


Search Libraries: C:\Database\SLI•L 

C:\Database\NIST08 . L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


9 4.21 C;\Database\PMW__TOX2. L 

Acetic acid anhydride 000108-24-7 9 
Ethylacetate @ 000141-78-6 4 
Nonane 000111-84-2 2 




Wz-> 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 1 90 200 


786327.D 


Fri Jul 22 09:05:58 2011 


Page 10 


Folk OIG PRR 039344 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \05___0 5_11\7 8 6327 . D 
D<JR 

5 May 2011 20:35 


ASD 
27 

VIAGRA,M 
RTE 


Search 

Libraries: C:\Database\SLI* L 

Minimum Quality: 

80 



C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 

80 

PK# 

RT 

Library/ID 

CAS# Qual 

10 

4.27 

C:\Database\PMW TOX2.L 





Ethylene glycol dipivalate 

oooooo-oo-o 

4 



Carteolol AC 

oooooo-oo-o 

2 



l^S'-Propane did dipivalate 

000000“-00-0 

2 

Abundance 


Average of 4.256 lo 4.296 min,: 786327.0\cfata.ms (-) 


r 1 






mz-> 


3^_40 50 60 70 80 90 1 Q 0 110 120 1 30 140 150 160 1 70 180 190 



100 1 10 120 13 0 140 150 _160 170 180 190 


200 


786327,D 


Fri Jul 22 09:05:59 2011 


Page 11 


Folk_OIG PRR 039345 





















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\05_05_11\786327.D 
DJR 

20:35 

ASD 

27 

VIAGRA. M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qua! 


11 4.42 C:\Database\PMW_TOX2.L 

Myristic acid 000544-63-8 9 

Cyclamate-M AC 001124-53-4 9 



^bundance 


80 

60 

40 

20 

0 




60 7i3 


40 60 


,87 


#1140: Mynsftc add 


129 


185 


'8 115 


143 


171 


P1035 


228 


-T-r-r-r-r-r- i ■ 


80 


too 120 140 160 180 200 220 240 260 280 300 320 340 


786327.D 


Fri Jul 22 09:05:59 2011 


Page 12 


Folk_OIG_PRR 039346 




















Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

K:\05_05_11\786327.D 
DJR 

^^4a^ 2011 20:35 

ASD 

27 

VIAGRA,M 
RTF 


Search Libraries: 


C:\Database\SLX,L 
C:\Database\NIST08,L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality; 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


12 4.64 C:\Database\PMW__TOX2.L 

Lindane-M (tetrachlorocyclohexene) OOOOOO-OO-O 2 

Butinoline artifact'-l OOOOOO-OO-O 1 




786327 . D 


Fri Jul 22 09:06:00 2011 


Page 13 


Folk_OIG_PRR 039347 

























Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator ; 


Data File: 

K:\05 _05_11\786327 . D 
DJR 

^^^^^^^11 20:35 

ASD 

27 

VIAGRA.M 
RTF 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PiyiW TOX2 . L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# Qua! 


13 4.81 C:\Database\PMW_TOX2.L 

Octacosane 
Tridecane 
Undecane 


000630-02-4 9 
000629-50-5 9 
001120-21-4 9 


Abundance 

i 80 
60 
40 
20 


29 


43 


57 


40 


70 


60 


Average of 4.763 to 4,849 min.: 786327.D\data.ms (-) 


87 


^01114126 147 


80 100 


281 


140 


T" 


160 180 200 220 240 260 280 300 


320 


-p 


-p 


340 360 380 


l^undance 

80 
60 
40 


20 




5|7 


#3797: Octacosane 


P1837 


71 


'^'F" j ( r-|—-■ 

40 


60 


85 


99 


113 

f 


■^27 141 155 169 183 197 


80 100 120 140 160 


-r-r-rV-r 

180 


362 


394 I 


rp 


200 220 240 260 280 300 320 340 360 380 


786327.D 


Fri Jul 22 09:06:00 2011 


Page 14 


Folk_OIG_PRR 039348 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
SainplQ Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\05_05_11\786327,D 
DJR 

5 May 2011 20:36 


ASD 

27 

VIAGRA.M 

RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C; \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


14 4.90 C:\Database\PMW__TOX2.L 

Cyclamate-M AC 
Perhexiline-M (HO-) 2AC 
Prolintane-M (HO-phenyl—) 


001124’-’53-4 2 
00OD0O--O0-0 2 
000000 - 00-0 1 




Abundance 

80 
60 
40 
201 
0 


6b 


52 


28 






38 


Average of 4.879 to 4.987 min.: 786327.D\dato.ms (-) 


126 


73 


116 


103 


89 

! I,,. 


145 


168 

n-r+-ri< 


207 

I 


281 


30 40 60 60 70 80 90 100 110 120 130 140 160 160 17Q 180 190 200 210 220 230 240 250 260 270 280 


Abundance 

80 
60 
40 
20 


6 b 


#1229: Cyclamate-M AC 


P553 


141 


98 


m/z-> 


84 


112 


128 

r-nH-n-< 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


786327.D 


Fri Jul 22 09:06:00 2011 


Page 15 


Folk_OIG_PRR_039349 




















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquiaitionMeth: 
Integrator : 


Data File: 

K:\05_05_11\7B6327 . D 
DJR 

5 May 201 1 20:35 

ASD 

27 

VIAGRA.M 

RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


15 5,21 C:\Database\PMW__TOX2 , L 

Ethylene glycol monomethylether 000109*“86-4 9 
Indole 000120-72-9 5 
Ethylene oxide 000075-21-8 5 


(Abundance 

80 
60 
40 
20 


4$ 


Average of 6.148 to 5.232 min.: 7a6327.0\dafa.ms (-) 


31 


39 


-A 


67 


102 


73 




84 


jl I 


96 

r 


117 


I I I 1 ^ 1 r + 


132 


126' 




146 


207 


h/2‘.> 20 30 40 60 60 70 _80_90_100 110 120 130 140 150 160 170 180 190 200 


(Abundance 

I 

i 

801 

i 

601 
40 
20 
0 


45 


#3779: Ethylene glycol monomethylether PI 93 


29 


^/z-> 


58 


76 


^ 1 3 f 


rT-r-r-i--T-|-T"T'-,-:T' 


20 30 40 60 60 70 80 90 100 110 120 130 140 150 160 17 0 180 .190 200 


786327.D 


Fri Jul 22 09:06:01 2011 
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Folk_OIG_PRR_039350 















Area Percent / Library Search Report 


Information from 
File Name : 

Operator ; 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

K:\05_05_ll\7e6327.D 
DJR 

5 May 201 1 20:35 

ASD 

27 

VIAGRA.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 




C:\Database\NIST08.L 

C:\Database\PMW_T0X2 .L 

Minimum 

Quality 

: 80 

PK# 

RT 

Library/1D 

CAS# 


Qual 

16 

6.65 

C:\Database\NIST08-L 
n-Hexadecanoic acid 
n~Hexadecanoic acid 
n-Hexadecanoic acid 

000057 

000057 

000057 

-10-3 

-10-3 

-10-3 

99 

99 

91 



786327.D 


Fri Jul 22 09:06:01 2011 


Page 17 


Folk_OIG_PRR_039351 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitlonMeth: 
Integrator : 


Data File: 

K:\05_05_11\7 8 6327 . D 
D<JR 

20:35 

ASD 

27 

VIAGRA,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


17 

7.29 

C:\Database\NIST08.L 





Octadecanoic acid 

000057-11-4 

99 



Octadecanoic acid 

000057-11-4 

99 



Octadecanoic acid 

000057-11-4 

96 



786327.D 


Fri Jul 22 09:06:01 2011 


Page 18 


Folk_OIG_PRR_039352 

























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\05_05_11\786327.D 
DJR 

5 Hay 2011 20:35 

ASD 

27 

VIAGRA.M 
RTF 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qua! 


18 9.11 C:\Database\PMW__TOX2.L 

Cinchonidine 

Methylparaben-H (HO-) AC 
Quinine 


000485-71-2 9 
000000-00-0 9 
000130-95-0 7 


jAbiindance 

80; 
60 
40 
20 

hi/z*-> 


iAbundance 

80 
60 
40 


Average of 9.083“to 9.239 min.: 786327.D\data.ms (-) 
1$6 


312 


284 


29 


67 


102 


166 


42 


91 


120 


240 


297 


63 


77 

lit;! 


193 


265 




Hi 


lit .1 1. 




,177 


208 225 


269 


< ) i' i I’ l'] rnV -i r r-r- rp - H ' . | i ^ j t i j'i'l 'i 'i | < I 'l^^ T TTT ^-mT i p -rrrj^ 

30 40 60 60 70 80 90 1QQ 110120 130140 1 S0160170180190 200 210 220 230 240 260 260 270 280 290 300 310 


#1980: Cinchonidine 
1$6 


Pi457 




20 

I 

65 

0 Vri-I jrT^TJTTTT-pMTT-|--r 


170 184 


■rjrflTJT 


294 


30 40 60 60 70 80 90 100 110120 130 140150160170180190 200 210 220 230 240 250 260 270 280 290 300 310 


786327.D 


Fri Jul 22 09:06:02 2011 
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Folk_OIG_PRR_039353 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


K: \05__05_11\78 6327 . D 
DJR 

5 May 2011 20:35 


27 

VIAGRA,M 
RTF 


Search 

Libraries: C:\Database\SLI,L 

Minimum Quality 

: 80 



C:\Database\NIST08.L 

Minimum Quality 

: 80 



C:\Database\PMW_TOX2.L 



PK# 

RT 

Library/ID 

CAS# 

Qual 

19 

21.08 

C:\Database\PMW TOX2.L 





Hymexazol 

0X0004-44-1 

38 



Muzolimine 

055294-15-0 

2 



PICC 

@ 000000-00-0 

2 

Abundance 


Average of 20.929 to 21.168 min.: 786327. OWata.ms (-) 


r 1 


99 




80 

60 

40 

20 

o' 


56 


27 


42 


70 


1191331^7 ^63 177 208 


253 267 281 295 


m/z-> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 


418 


400 


r 


bundance 





#3646: Hymexazo! 


P331 


■•yr-r-rT ji 


'■11 1 ' 1 T 




40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


786327.D 


Fri Jul 22 09:06:02 2011 


Page 20 


Folk OIG PRR 039354 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

\05_05_11\786327.D 
DJR 

5 May 201 1 20:35 

27 

VIAGRA.M 
RTE 


Search Libraries: 


Cl \Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 

Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


20 27.65 C:\Database\PMW_TOX2.L 

Hymexazol 
Muzolimine 
PICC 


010004-44-1 40 

055294-15-0 2 

0 000000 - 00-0 2 


Abundance 


80 


60 


40 


20 

! 

CM - 

00 

CM 

0 ‘-r4-r~rYV-r 

m/ 2 -> 

40 


9’^ 


Average'of 27420 to 27.809 mfn7: 786327.Dldata.ms (-) 


56 


70 

■ 1 Vr- 


119135 163177 254 283 jgg 327 

-rrf^-r^--j , - . [ . . . ^ f-ri , , , , t i } i r^ r-y-T t -f^iTj-yr-rr-y-^ i m j m rr-|T-T-v. f > « < > f • r r rp 


404 

t- 




47A 


4b__ 60. 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 4 00 420 440 460 


J^undance 

80i 

60 
40 
20 
0 


9S 


#3645: Hymexazol 


P331 


54 


71 






in/z~> " 40 6 0 isb 100 120 140 160 180 200 220 240 260 280 320 3 40 360 380 400 420 440 460 


1—rT T'-r'I -q-pn—n 


786327,D 
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Folk_OIG_PRR_039355 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K; \05__05_11\7 8 6327 . D 
DJR 

20:35 

ASD 

27 

VIAGRA.M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

C:\Database\NISTO8.L 

C:\Databa3e\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


21 29.79 C:\Database\NIST08.L 

Viagra 139755-83-2 91 
Piperazine, I-(4-acetyIphenylsulfon 309271-25-B 81 
1-Methyl““4“ [ 4—aminobenzene] sulf onyl 021623-68-7 53 


Abundance 


80 


Average of 28.828 to 29 J98 rnin.: 786327,D\dala,ms (-) 


60 


40 


20 


hi/z-> 


Abundance 



9 

9 


56 



M '*2 
2^ 

"7A 

404 

1 

fU 

k 84 . 

11913615^166181195209223237 253267 28329/311 327341 367381 

p ! 1 1 1 rvi i-|-T-mYTWTT-r-F-T-r 7 T-r-rT-^--rVr-ry-r-rV^r 7 -Tn--rTyVmyrT-fnp-T-rT^ ■ r . 'irf . t -t-t- tH 

= 418 445459474 

t 1 1 P 1 , 1 P 1 H j M n 1 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


80 


60 


40 


20 


9^ 


#210674; Viagra 


56 


42 


70 


84 


404 


hi/z-> 


40 


60 


119 1 56 197 225239 255 ^^^297^1^327 366 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 46^ ^ 


786327 . D 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
Acquisitioni^eth : 
Integrator : 


Data File: 

K:\05_05_11\786332.D 
DJR 

5 May 2011 23:45 

BLANK 

1 

VIAGRA.M 
RTE 


Abundance TIC: 786332.D\data.ms 

3000000 

2000000 

1000000 I 

i 

0 ^ rTT*! } f t ^ f I 1 I I j t rTT"j" i I I , ^ i-»— r-?'-|' rTT i | > i i T'j'T~ i i ] < i r" r-}-| I ^ i [ T^^--r--g-j-i-r r V'-pr-rT > j rr ^ 

Time-> 2.0 0 4.00 6.00 8.00 10.00 12. 00 1 4.00 16 .00 18.00 20.00 22.0 0 24.00 26. 00 28.00 3 0.00 32.00 34.0 0 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


786332.D 


Fri Jul 22 


09:06:20 2011 
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Folk_OIG_PRR_039357 












Area Percent / Library Search Report 


Information from Data File: 

File Name 

K:\05 05 11\786333.D 

Operator 

DJR 

Date Acquired 

6 May 2011 00:23 

Sample Name 
Submitted by 

SILDENAFIL STD PREP 5-2-11 

Vial Number 

24 

AcquisitionMeth 

VIAGRA.M 

Integrator 

RTE 


Abundance 


TIC: 7863310\data.ms 

3000000 



2000000 



1000000 


29.414 

1 


_ 

T' .. 23.444. yV 

2.00 4.00 6.00 

8.00 10.00 12!oO 14!oO IbIoO isloo 2o!oO 22!oO 24'oO 26'oO 28!oO 3o!o0 32M0 34.00 


Ret. Time 

Area 

Area % 

Ratio % 

9.113 

533534 

3.58 

4.13 

19.887 

1106138 

7.42 

8.56 

23.444 

351582 

2.36 

2.72 

29.414 

12915960 

86.64 

100.00 


786333.D 


Fri Jul 22 09:06:27 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


K: \05__05__11\7 8 6333. D 
DJR 

6 May 2011 00:23 

SILDENAFIL STD PREP 5-2-11 

24 


AcquisitionMeth: 
Integrator : 

VIAGRA.M 

RTE 



Search Libraries 

: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


No Hits Found 



786333.D 


Fri Jul 22 09:06:27 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile: 

K: \05__05__11\78 6333, D 
DJR 

6 May 2011 00:23 

SILDENAFIL STD PREP 5--2-11 

24 

VIAGRA.M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C;\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2 19.89 C:\Database\PMW_TOX2.L 

Hymexazol 
PICC 

. Muzolimine 


010004“44““1 40 

e oooooo-o0“0 2 

055294-15-0 1 


Abundance 




Average of 19743 io 20.138 min.: 786333.D\data.ms (-) 


432 


■ -'i. 193 208 ^^^ 267 311324 339 355 


409 


' ''‘’f ^ I'l • ' r* ‘ ‘ ‘ M ‘ M "'M ' * ■ ‘ | ^ ' i ’ ' ‘ M ' ' " " ^ v< ■r-vjr-rrTyT~r-rT^--rT-rr-p 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


80 

60 

40 

20 


99 


#3645: Hymexazd 


P331 


54 


71 


h>/z-> 


84 


r-|-i 


r-VT-T-^'-r-rTT-i 


-p 


r-j--, 


“T 




40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


786333.D 


Pri Jul 22 09:06:28 2011 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File: 

K: \05__05_11\7 8 6333 . D 
DJR 

6 May 2011 00:23 

SILDENAFIL STD PREP 5-2-11 

24 

VIAGRA.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 

PK# RT Library/ID CAS# Qua! 


3 23.44 C:\Database\PMW_TOX2.L 

Hymexazol 
PICC 

Diphenylpyraline 


010004-“44“1 40 

e 000000-00-0 9 

000147-20-6 2 


i^bundance 

80 
60 
40 
20 
0 


919 


Average of 23,330 lo 23,682 min.; 786333.D\data.ins (-) 


66 


432 


k-> 


28 42 70 


119 136 156 192 ^*?^ 239 253267281 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


325 34O353 


409 



786333.D 


Fri aul 22 09:06:28 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \05_05__11\78 6333.D 
DJR 

6 May 2011 00:23 

SILDENAFIL STD PREP 5-2-11 

24 

VIAGRA.M 

RTE 


Search 

Libraries; C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality: 80 

Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

4 

29.41 

C:\Database\SLI.L 

SILDENAFIL 

SILDENAFIL 

139755-83-2 91 

139755-83-2 86 

pTbundance 

\ \ 


Average of 28,816 to 29.852 min.: 786333,D\data. ms (-) 

9& 


80 


60 





404 

119 ■'?®150166i 82 207 224238 254268283297311325339354 381 i, 473 

r-prr-t- , [ T ri V|-r-r-vr^-inH | / 1 11 j y 1 j 1 ( 1 rp'^'Ti | ^ ■ 1 < ; j »TT > j'' i 1 1 1 f m ' i m 1 m > | 4 1 1 1 P ' y ^ 1 f i 1 r -r-'r- i - r T-T' j 1 > 1 ■ j 1 m r jrvr-r^ 

40 60 80 10 0 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


Abundance 


80 


60 


9:9 


#27: SILDENAFIL 


h/2-> 



404 


119 136i5-t 166180 197212 239263 268 2?3297^12 327 354 

-T-rTTiI } ri T-r-n^i-t-T"| . I I r| FTi-ryrT-T-r'j ■ r-^T-p-Tt' . . m > j r T T - r j-i 


381 


432 


100 1 I 0 140 16 0 180 200 '220 24 0 26 0 280 300 320 340 360 380 4 00 420 440 460 


473 


786333.D Fri Jul 22 09:06:29 2011 Page 5 

Folk OIG PRR 039362 














